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24 April 1959 


TEST SITE CONTRACT APPROVAL NO. 59~2 
CONTRACT NO, BCH450 


“ 


You are hereby authorized to furnish test “ite one 
representative for a period of approximately three days beginning 
22 April 1959 for the purpose of conducting star shot calibrations. 
Cost net to exceed $370.04 without further approval. . 


Cost of this support to be cherged to Customer No. 1 under 
gontragt Ho, BC-b50, 


25X1A 


Authorized representative 
of the Contracting Officer 
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